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SUBJECT: INTERNATIONAL CONGRESS OF PHYSIOLOGICAL 

SCIENCES-IMPORTATION OF A-V EQUIPMENT 

1. MR. ORR REYNOLDS, EXECSEC, AMERICAN PHYSIOLOGICAL 
SOCIETY ASKS ADVICE AND ASSISTANCE REGARDING IMPORTATION 
OF AUDIOVISUAL MATERIAL TO BE USED BY DR. WILLIAM HART. 
HARVARD MEDICAL SCHOOL(IN LIEU OF DR. A. CLIFFORD BARGER). 

AT INTERNATIONAL CONGRESS OF PHYSIOLOGICAL SCIENCES, 

NEW DELHI IN OCTOBER. MATERIAL INCLUDES CAROUSEL PROJECTOR, 
CASSETTE RECORDERS, SLIDES, 16MM MOVIE FILMS, MISCELLANEOUS 
RELATED EQUIPMENT. TOTAL PACKED WEIGHT ABOUT 129 LBS. 

2. MATTER COVERED IN REYNOLDS -METZNER LETTER OF MARCH 15, 
1974 AND LATER CONVERSATION OF TRAVEL AGENT JEAN LAYNE 
WITH DEPSCIATT METZNER. 

3. WE UNDERSTAND A-V EQUIPMENT CAN BE DONATED TO INDIAN 
INSTITUTION OR REYNOLDS OFFERS SUGGESTION OF GIVING TO 
EMBASSY TO LOAN OUT AS DESIRED. MAIN POINT IS TO 
OBTAIN FREE AND EXPEDITIOUS ENTRY AS EXCESS OR 
UNACCOMPANIED BAGGAGE. 

4. REQUEST EMBASSY ADVICE AND ANY ASSISTANCE THAT 
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COULD BE RENDERED. KISSINGER 
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